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TiHS DOCOKgKT CONTAINS INFOnrjATlCN AFSTSCTIHQ THS t'A7!C«Ai OEF&CSE 
0 / TM2 (MUTOD STAVES W4THIH THE SJEAKlIiC 07 THS ESP1C8ACE ACT SO 
U. 3. C„ 81 AND 82. AC AMENDED. ITS TIMlMOfcSISSICSI 00 THE DEVBLfiTlOH 
07 ITS C0HTBUI9 50 ABIY HAHNGR TO Att UNAUTHOQCZBD PZRSOM 13 POO- 
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THIS IS UNEVALUATED INFORMATION 
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Location 

On the northeast border of HOST 07 ( 0 9 °44 * E/47 °1 4 » ?T) „ 
Installations 


®» plant —as heavily damaged during the war. Its re- 

construction. begun in 1945, -as completed in .Tuiy 1948. '"he 
buildings are in a good condition, Air rai.i shelters have 
been under construction in buildings Lo, 17 and 18 since 1948, 


b„ A factory settlement is being constructed southeast of the 
plant, A factory power plant and a rail— ay trade — ith several 
spurs are available in the pi suit area, -hich is Z’xB miles 
(see Annex), About 00 percent of the machinery consists of German 
machine tools, installed between 1946 and 1949, '"he German 
machines -ere dismantled in a firm in RossilKIN laxony, and 
in the Hasse and Bred© Firm, BELLI :t. 


" ork Force 


About 17,000 workers , about 1,100 of —horn —ere forced labor* 
and 1,600 F"s, ’"ork was done in three shifts. 


Production 


Plows with six plowshares , and combines. The gasesl ne-notars 
fof the combine ars delivered from another plant, ’ortar 
ammunition and shells are also aroducod. 


Pomnent: 


a. The report confirmed previous information*., The location 
of th e plant -as known before. 
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to« The attached sketch essentially confirmed the plant lay- 
out as previously described*, tout contains essentially more 
data on type of construction, si;;e, and nr r pose of the 
buildings, | ~ j 
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Co The statement on the construction of air raid shelters In 
industrial plants has only been once reported, then for a 
plant in YAROSLAVL, This is of particular interest, 

d. The firm from hoss"?ein in 3AX0IJY •’here part of the ma- 
chinery vi as dismantled ’"as either the :osi.r'ein Pachlne fac- 
tory Inc, , or the Carl Bauch ITardnare Factory, The BKRLIT! 
firm may have been the Hasse l-'irm in ET.'a.iY-’ , 'E133P^::‘3fflS 
or the Carl Fasse C, "'rede Firm Inc, in TTABLftlDT. Tho latter 
firm produced special lathes, 

1 Annex; tostselmash Farm Equipment Riant in ROSTOV 
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Legend to Annex 

1 Main administration building, brick structure , 
240x100x60 fee'u 

2 Fire department, 75x40 feet, ”’ith a 100-foot 
observation toner 

3 riant gardens 

4 Main guardhouse and '.eedquarters of the factory 
police, 270x905:60 fee* 

5 llaxo entrance tad tunntl , ’-hich also serves as an 
air r>v*d sheitex. The tunnel continues under 
building \o« 4 

6 Administration building, 'trick st -ucture, 54x36x25 
feet 

7 T 'lect.ricuL magazine 

8 Oarage a Ad administration building, a four-story 
building, 270x450x56 feet 

9 "otor vehicle rent.ir shop, '.hree-atory brick build- 
ing, 100x3 It. 2 5 fecit 

10 rv camp (on t‘e firs, floor! F’lsi on the second floor: 
civilian, internees} 


11 P ' canj; 

Department o. 3., comp eted in January 1949 „ ‘Experi- 
mental production of torts; ammunition; steel struc- 
ture, 200x100x36 feet* Source helped install the lathes 
After completion anc installation of the department, 
it was of f-linit s to 1 "s. 

13 Four-story bull-ling ”’M h ohree sheet metal ventilating 
funnels, 36x10' feet; fj-amer'ork completed, 360x120x45 
feet. 


14 Engine house mtth foux factory locomotives, 100x54x 
20 feet 

15 ) Magazine, .54C-x30xS4 f »et,for : 

16 ) a. Cutting tools 

bo Dyestuffs 

17 Magazine for plcfs, t-tecl and masonry structure, 
390xo4x60 feet 


17a Loading ramp 

18 Magazine for building’ materials and dismantled ma- 
chinery, 750x54x60 feet 

19 Moulding sand dump, brick structure, 360x60x20 feet 
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Pattern department, iron and brick structure, 200xl00x 
45 feet. Off-limits to F’s since October 1948. 

Iron foundry, steel and brick structure, 480x200x60 
feet, 6 furnaces, 32 moulding boxes, manufacture of 
parts for plows and combines 

} Plows departments 1 and 2 "’ith 
) a. Hardening shop 

b„ Assembly hall. /Steel and brick structure, 480 
x3S0x45 feet 

Assembly hall for combines, 720x480x36 feet, steel 
and brick structure 

'"ood-worklng department. ‘Jo. 1, 480x240x36 feet, steel 
and brick structure. Production of -ooden parts for 
combines; office furniture and packing boxes ’"ere 
also manufactured. 

r 'ood-”>orking, department 'o. 2, same as 25, 12 drying 
stoves 

Lumber yard with three sheds 


Sawmill 


Power plant "’ith 3ix horizontal boilers, 250x200x54 
feet , smokestack 150 feet high 

Coal bunker ’"ith a conveyor belt leading to the 
furnaces 


Two cooling takers, 90x25 feet, assigned to the 
power plant 

Test laboratory and construction bureau, 540x420x54 
feet, off-limits to T, "v, 

Forge ”’ith six electric hardening furnaces, acid 
bath, and 18 gas annealing furnaces 

Pressing, department, manufacture of "’heels for com- 
bines in addition to runners and ’’heels for tanks; 
buildings Jo. 33 and 34; 1,740x120x52 feet 

Machine tool department “o. 1; ne-ly installed for 
production of nortar ammunition in the fall of 104-8. 
After a 14-day trial, this production was stopped. 

Until mid-January 1949, repair shop; sinee the ^pro- 
duction of bombs, "os 35 and 56: 540x420x36 feet, 
iron and brick structure, 

Steel foundry Jo, 1 "• ith t”'o open-hearth furnaces and 
four melting furnaces, steel and brick structure, pro- 
duction of pier” and combine parts 
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38 150-foot brick smokestack 

39 Steel foundry To. 2 ’-ith tr»o open-hearth furnaces, 
installed bet’-eexi July and 'ov ember 1048 , 420x240x30 
feet. '-’reduction. of .mortar ammunition and bomb 
casings, 

40 'Electrical department , steel and brick structure, 
250x200x25 feet, 

41 Gasoline and oil dump, eight filled gasoline tanks 
miih a capacity of about 13,200 gallons. Four- 
story administration and storage building, 90x45x 
36 feet. A fuel tank ’’ith a capacity of 52,800 

gallons ’-as in the basement. 

42 Factory kolkhoz 

43 v'ater to’-er on a hill, pninted -hite, landmark, 

75x54 feet 

44 Sand dump ’-ith moulding sand-mixing machines, 540x 
160x45 feet 

45 Forge for repairing freight ears, 420x100x36 feet 

46 Gas plant -ith four gas ovens, 360x200x45 feet 

46a 2 cooling to’-ers ’-ith a ’-ooden covering, 54x25 feet 

47 Iron dump 

4 T /k Coal dump 

48 I'uchine tool department "o. 2, 480x100x25 feet 

49 Internment camp 

50 ’"orkshop , 1,000x360x04 feet, iron and brick 
structure, The machinery was installed by T'arch 
1949, bt in operation but for ammunition manu- 
facturing, strictly guarded. 

51 :5em machine tool plant, built in 1940. German 
lathes mere being installed, iron and brick 
structure, 360x150x30 feet 

52 Carpentry, 100x25x15 feet 

53 ’"ooden magazine for dyestuffs, sheet metal, and 
precious metals, 360x54x12 feet 

54 Oxygen dump 

55 Parle 

56 Gat© 2. 
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